"VARIABLE"  "DESCRIPTION"  "UNITS"  "RANGE_LOW" 

"LEGAL_VALUES" 

"ANC"  "Acid  Neutralizing  Capcity"  "ueq/L" 

"ANC_COND"  "Site  condition  class  based  on  acidity"  "" 
AMD|ACID-aciddep|ACID-organic|No  Data" 

"COND"  "Specific  Conductance"  "uS/cm” 

"DATE_COL"  "Date  of  field  collection" 

"DOC"  "Dissolved  Organic  Carbon"  "mg/L" 

"FW_EC09"  "Aggregated  level  3 ecoregions  used  in  WSA" 

"NTL"  "Total  Nitrogen"  "ug/L" 

"NTL_COND"  "Site  condition  class  based  on  total  nitrogen  concentration" 
"Good|Fair|Poor|No  Data" 

"PTL"  "Total  Phosphorus"  "ug/L" 

"PTL_COND"  "Site  condition  class  based  on  total  phosphorus  concentration" 
"Good|Fair|Poor|No  Data" 

"SAL_COND"  "Site  condition  class  based  on  conductivity"  "NONE" 
"Good|Fair|Poor|No  Data" 

"SAMPLE_TYPE"  "Sample  type" 

"SITEJD"  "Site  identification  code" 

"UID"  "Unique  site  visit  ID" 

"VISIT_NO"  "Visit  number  for  that  year" 


"RANGE_HIGH” 

"None|Episodic|ACID- 


4002144 


ED  000552D  00011217-00001 


